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ANATOMIC RECONSTRUCTION 
— A. H.: Facial Prosthesis, 
Erpf, S. F.; Dietz, V. H.; and Wirtz, 
M. S.: Prosthesis of the Eye in Syn- 
thetic Resin: A Preliminary Report, 
Malcolm, J. A.: Techniques for Taking 
Accurate Ear Impressions, August. 434 
Murphey, P. J., and Schlossberg, Leon: 
Eye Replacement by Acrylic Maxil- 
lofacial Prosthesis, February ...... 72 
Penhale, K. W.: Acrylic Resin as an 
Implant for Correction of Facial De- 
formities (An Abstract), November 656 
Quiroga, J. M.: Restoration of the 
Plane of Occlusion and the Vertical 
Dimension, November ............ 
Quitt, S. L.: Correction of Extreme 
Protrusion of the Maxilla and 
Atrophy of the Left Mandible, De- 
Schweitzer, J. M.: Occlusal Recon- 
struction Using an Anatomic Tech- 
ANESTHESIA 
Inadvertent Injection of Sodium Pen- 
tothal into an Artery (An Abstract), 


Prehn, D. C.: Pentothal Sodium Anes- 


thesia in Dentistry, May .......... 238 

Ruffine, L. R.: Immediate Dentures 
Under Nitrous Oxide-Oxygen Anes- 

AVIATION DENTISTRY 

Devoe, Keith, and Motley, H. L.: Aero- 
16 

Vaughan, H. C.: Traumatic Temporo- 
mandibular Articulation Syndrome 
(An Abstract), May ...........6. 273 

CARIES 

Bourgoyne, J. R.: Early Removal of 
Third Molars for Caries Prevention, 

Plater, W. R.: Significance of Dental 
Caries in Malocclusion (An _ Ab- 
stract), November ............... 663 

Schnack, A. G.: The Acid Gastric Re- 
flux as a Cause of Dental Caries, 
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25 Years of Satisfaciory Seruice 


Where Better Practice 
the Use of Precision Attachments 
for Removable Restorations * * 


Specify 
BROWN ATTACHMENTS 


BROWN PRECISION 
ATTACHMENTS 
have been used suc- 
cessfully since 1920, 
when patents were 
granted to their inven- 
tor, Dr. |. Brown. This 
event followed by only 
a mpetus that 
Dr. Herman Chayes 
gave to the advance in 
removable restorations 
by the introduction of 
the ision type of 
ment 


Another Case.... 


«os So simple, yet so effective and 

Where P TOCOR Attachments practical are the design and mechani- 
Are Indicated cal principles employed in Brown 

The use of Precision Attachments is indi- Attachments, that they have defied 
cated in this case because they eliminate every effort to improve upon them for 
need of a cumbersome continuous cl 25 years. Except with the = 
across anteriors from cuspid to 1st bicuspid, 
which would be required in a clasp case in buildin Pon Sh Sr gp 


of a 
agai to —— the three abutment change in design has been made. The 


sizes of the Brown Attachment made 
make the case more comfor today are identical with those made 
table to the patient and more 25 years ago—a comforting thought 
esthetic, avoiding the display if replacement parts are required. 
of unsightly clasps, particu- 
larly on the cuspid and first If you have a doubtful case, 
bicuspid. send us the study casts in occlu- 


sion, and we shall be glad to write 
Send for 12 Design Charts you the opinion of our es- 
of Attachment Cases with sional consultant as to whether the 
Descriptive and Technical use of Precision Attachments is 
Literature. indicated. 


As makers of attachments, we are as anxious to discourage their 
use where contra-indicated as to encourage it where indicated. 


COLUMBIA DENTOFORM CORPORATION 
131 East 23rd Street New York 10, N. Y. 


FOR WEARERS OF DENTURES 


Thousands of users of dentures are especially 
grateful to MU-COL and to the dentists who 
recommend it. Its cooling and soothing prop- 
erties give comfort after extractions and dur- 
ing the troublesome period of becoming ac- 
customed to plates. Its detergent qualities 
make it a superior cleanser for dentures and 
as a mucous solvent it always helps promote 
Samples sent on sanitary mouth conditions. MU-COL is a bal- 

request. anced saline-alkaline bacteriostatic in pow- 

der form, quickly scluble. 


THE MU-COL CO., Dept. DD-125, Buffalo 3, N. Y. 
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CROWN AND BRIDGE 
Levy, Saul: Reinforcement in Acrylic 
Bridge Construction, March....... 1 
Rudolph, Joseph: The Cast Gold 
Salisbury, G. B.: A Copper Band Im- 
pression Technique for Jacket Crown 
Restorations, January ............ 
Modern Trends in Dental Acrylics, 
Silverman, S. M.: Staining of Acrylic 
Jacket Crowns and Pontics, October 570 
Smothers, I. A.: Indications for and 
Preparation of a MacBoyle Bridge 
176 
DENTURES, FULL AND PARTIAL 
Axelband, A.A.: Peripheral Seal Im- 
pression Technique in Immediate 
and Partial Dentures, December ... 
Billings, M. J.: Preservation and 
Transfer of the Natural Bite, July. 364 
Bizzozero, G. A.: The Importance of 
the Overjet in Full Denture Con- 
struction, November ............. 613 
Border, S. L.: Compression Molding 
of Acrylic Dentures, January...... 
Harguindeguy, Roberto: Partial Den- 
ture Prosthesis (Resiliency in Arti- 
culation), November ............ 628 
Hawkes, L. A.: The Roofless Denture, 
4 
Lakner, L.: The Surgical Retention of 
Full Dentures (An _ Abstract), 
Lakner, Leon: The Surgical Retention 
of Full Dentures, July ..:......... 373 
Levy, Saul: Science Versus Technique 
in Taking Full Lower Impressions, 
Oliveira, de, V. M.: A Flexible Rest 
in the Removable Partial Denture, 
Quiroga, J. M.: Restoration of the 
Plane of Occlusion and the Vertical 
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Hygienic Thermolator 


Model A-10 
Water Bath 


Price $145 


Capacity 
Ten Flasks 
(Five 2-Case 
Clamps) 


"Another Quality 
Hygienic Product’ 


for accurate, automatic curing 
of acrylic dentures 


The Thermolator is something you have always wanted. 


It makes curing of acrylic dentures automatic, accurate 
and simple. 


Cases may be cured as they are packed and removed to 
make way for others, making a continuous operation at con- 
stant temperature. The Thermolator can be set for night 
operation with dentures ready to finish in the morning. 


It has an accurate, foolproof temperature adjustment 
with safety device that protects it should current be veuped 
on without water in the bath. 


The Thermolator is expertly engineered equipment that 
will give you many years of satisfactory service. It will 
quickly pay for itself by the operators’ time it saves. Order 
from your dental dealer or write today for our folder that 
gives complete facts on Thermolators. 


The Hygienic Dental Rubber Co. Akron 8, Ohio 


Another LEE SMITH Achievement 


A BETTER Oxy-Eugenol Corrective Wash 


KREX mixes and handles with great ease 
. . sets quickly or slowly in the patient's 
mouth as the case requires and according ; 
to your own mix ... reproduces accurate § 
detail. Truly a superior product! Order — 
a box of KREX today and begin making 
perfect fitting dentures. 


CORRECTIVE 


LEE S. SMITH & SON MFG. COMPANY 
7325 Penn Ave. Pittsburgh 8, Pa. 
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Dimension, November ............ 623 
Reyer, E. A.: Full Lower Impression 


Ruffine, L. R.: Immediate Dentures 
Under Nitrous Oxide-Oxygen Anes- 

Slaughter, M. D.: Speech Correction 
in Full Denture Prosthesis, May... 242 

Sloss, C. L., and Rubinstein, M. N.: 

A Simplified Full Lower Denture 
Impression Technique, September . 486 

Vopata, W. O.:  Electrosoldered 
Wrought-Wire Partial Dentures, 


EDITORIALS 
(The Editor’s Page) 
Fibrin Foam in Hemostasis, January.. 27 
A Pain Threshold-Raising Drug, Feb- 


Fluoride Water Experiments, March.. 139 
Premenstrual Tension, April ........ 19] 


Vaccination for Dental Caries, May.. 253 
or of Tooth Extraction, 


Medico-Dental Courtesies, August ... 445 
Dentistry and Cancer Control, Septem- 


507 

October 572 
Internationalism in Dentistry, Novem- 
Our Colleagues to the South, Guest 

Editorial by V. H. Sears, November 612 
Dental Research in a National Plan, 
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EXODONTIA 
Bourgoyne, J. R.: Early Removal of 
Third Molars for Caries Prevention, 
Keith, J. H.: A Simplified Technique 
for Exposing the Unerupted Maxil- 
lary Cuspid, September ........... 490 
Ogus, W. I.: Early Exposure of the 
Third Molar to Prevent Infection 
and Impaction, January .......... 12 
The Structures Involved and the Path- 
ways Followed in Fatal Infections 
After Tooth Extraction (An Adapta- 


MEDICAL AND BIOLOGIC SCIENCES 
Altered Taste in Dengue (An Ab- 
102 
Callar, Donald: Moniliasis, August.. 439 
Dickson, F. R.: Treatment of Acute 
Hematogenous Osteomyelitis (An 


Hauser, E. D. W.: The Orthopedist 
Looks at the Dentist, June........ 296 


Schultz, L. W., and Shriner, Walter: 
Treatment of Acute and Chronic 
Traumatic Temporomandibular Ar- 
thritis (An Abstract), June....... 323 

Smith, C. A. H., and Light, R. F.: 

Low Calcium Diet: Dental Effects 
(An Abstract), August ........... 462 

Stern, Leo: The Treatment of Acute 
and Chronic Infections of the Jaw 
with Antibiotics (An Abstract), 
519 

The Nerve Distribution and the Blood 
Supply of the Head (Color Feature), 
696 

Therapy of Acute Leukemia (An Ab- 

Treatment of Labial Sunburn (An Ab- 

Upsher, A. E.: Medico-Dental Rela- 
tionship (An Abstract), May...... 252 


MILITARY 
A Helmet of Acrylic for Protection 
Against Craniocerebral Injuries (An 
(Continued on page 713) 
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(Continued from page 708) 

Hidden Excesses of Supplies (An Ab- 

Injuries (An Abstract), 
Maxillofacial Wounds in Forward In- 

stallations (An Abstract), May ... 246, 
New Guinea Mouth (An ‘Abstract) , 

Ninety Cases of Fractured Jaws (An 

Abstract), September ............ 504 
Van Der Aue, O. E., and Cullen, V. 

R.: Gingivitis Among Submarine 

Personnel (An Abstract), May.... 275 


OPERATIVE DENTISTRY 
Bradley, A. M.: The Alkalinization of 
Mercury, February ............... 87 
Caorsi, U. A.: A New Retractor for 
Oral Surgical Procedures, November 620 
Dumont, A.: Sharpening of Excavators 
and Chisels (An Abstract), Novem- 
Gerlach, Elsie: Operative Care for De- 
ciduous 
McAllister, K.: Three Insufficiently 
Utilized Operating Aids (An Ab- 
Maeth, Harry : F iberglas Used as a 
Root Canal Filling Material (Pre- 
liminary Report), October ....... 555 
Pinto, F. E.: A Modification of the 
Pinledge Inlay Technique, Novem- 
Prime, J. M.: Questions and Answers 
on the Use of Ammoniacal Silver 
of Stains (An Abstract), 
Godfrey : A Technique for 
Silicate Cement Restorations in An- 
Schweitzer, J. M.: Occlusal Recon- 
struction Using an Anatomic Tech- 
Tuma, C. F.: Modern Amalgam Ma- 
nipulation for the Dental Assistant, 


ORAL SURGERY 
Fuchs, Egon: A Case of Replantation 
(An Abstract), September ........ 535 
Gross, P. P.: A Simplified Method of 
Obtaining Elastic Traction in Treat- 
ing Jaw Fractures, August ........ 433 
Ingham, G. G.: Extra-Oral Pin Fixa- 
tion in Reducing Mandibular Frac- 
tures: Haynes-Griffin Splint, May 247 
Maxillofacial Wounds in Forward In- 
stallations (An Abstract), May.... 246 
Meistroff, C. L.: An Improved Method 
of Intermaxillary Fracture Wiring, 
Ninety Cases of Fractured “Jaws (An 
Abstract), September ............ 
Panatt W., Leopoldo: Extra-Oral Re- 
tention Splints, November ........ 631 
Thistlethwaite, G. E.: External Pin 
oe Roger Anderson Method, 
Winkler, N. D.: Impregnated Gauze 


ORTHODONTICS 
Dewel, B. F.: Clinical Diagnosis and 
Treatment of Palatally Impacted 
Cuspids, September .............. 492 


PATHOLOGY 
Andrews, J. N.: Acute Pericoronitis 
(An Abstract), August ........... 46l 
Cocker, G., and Bigger, J. W.: The 
Etiology of Subacute Ulcerative Gin- 
givitis (An Abstract), September .. 528 
Finnerud, C. W.: Perleche: Its Noso- 
logic Status (An Abstract), January 46 
Guardo, R. C.: Surgical Treatment of 
Oral Lesions Resulting from Pros- 
theses, November ...............- 635 


“ECEMBER, 1945 


FOR DENTISTS 
WHO WANT A 


@Here is a disinfecting solution of unusually high germi- 
cidal and bacteriostatic potency even in low concen- 
trations, yet so mild that it will not irritate tissue and so 
compatible with such substances as procaine, tissue fluids, 
etc., that it can be used freely for intra or extra oral 
antisepsis. 


When you want a disinfectant to maintain the sterility 
of your hypodermic equipment and other instruments, 
disinfect your hands prior to operations, disinfect pros- 
thetic appliances, bracket table tops, and for the many 


other such routine, but important, uses inherent in the 


dental office, you'll find Zephiran Chloride a ready answer. 


Like other “Carpule” brand products, it will do a thor- 
ough, dependable job. 


7 


F “CARPULE” REG. NAME COOK-WAITE LABORATORIES, INC. 
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_ McAllister, K.: Factors in Recurrent 
Gingivitis (An Abstract), November 627 
_ Similarity of Mouth and Vulvar Le- 
sions (An Abstract), December ... 722 
Stern, Leo: The Treatment of Acute 
and Chronic Infections of the Jaw 
with Antibiotics (An Abstract), 


PENICILLIN 
Coleman, R. M.: Penicillin in Treat- 
ment of Vincent’s Angina (An Ab- 
Grace, E. J., and Bryson, V.: Penicil- 
lin Topically (An Abstract), Octo- 
MacGregor, A. B., and ‘Long, D. A.: 
Penicillin Pastilles in the Treatment 
of Acute Ulcerative Gingivostoma- 
titis (An Abstract), May ......... 
Penicillin Packs in the Treatment of 
Infection (An Abstract), 
Rubber Tubing in Penicillin Drip (An 
Abstract), September ............ 504 
The Use of Penicillin in Vincent’s An- 
gina (An Abstract), October ..... 590 


PERIODONTIA 
Christensen, George: Paraffin in the 
Treatment of Periodontal Disease 
(An Adaptation), June .......... 307 
Gratzinger, Max: Elimination of Peri- 
odontal Pockets by Chemical Cau- 


PLASTICS 
A Helmet of Acrylic for Protection 
Against Craniocerebral Injuries (An 
— A. H.: Facial Prosthesis, — 
Erpf, ‘S. F.; Dietz, V. H.; and Wirtz, 
M. S.: Prosthesis of the Eye in Syn- 
thetic Resin: A Preliminary Re- 
Leader, S. A.: Glass Fibers as Acrylic 
Strengtheners (An Abstract), April 190 
Malcolm, J. A.: Techniques for Tak- 
pnd Accurate Ear Impressions, Au- 


° P. J., and Schlossberg, Leon: = PHOTO FROM COLLECTION OF OTTO GLASSER, PH.D. 


ofacial Prosthesis, February ...... 72 ie | 
Penhale, K. W.: Acrylic Resin as an HERE ROENTGEN DISCOVERED 
mplant for Correction of Facial De- os 
formities (An Abstract), November 656 ee THE A-RAY...1895 
Salisbury, G. B.: Modern Trends in 
Dental Acrylics, April ............ 196 | IN THIS SMALL LABORATORY at the University of Wurzburg, 
Silverman, S. M.: Staining of Acrylic Germany, late in the evening of Friday, November 8, 


ket C i 
1895, Professor Wilhelm Conrad Roentgen unexpectedly 


ROENTGENOLOGY 
Cantal and dramatically discovered the x-ray. Professor Roentgen 
lar Roentgenograms by Fixed Posi- me at that astounding moment little realized what a brilliant 
beacon to human progress would be the dull glow which 
Re suddenly shimmered across the fluorescent screen that lay 
current Vincent’s Infection (An Ab- - on the table before him. * * *% The association of Kodak 
ore 634 | products with radiology began when general interest in the 
siege Vincent’s Angina ( a Ab. | x-ray was first manifest. Through the years, endless inno- 7 
156 vation and improvement have firmly established the Kodak | 
man, H. A.: - 
Company as the world’s leading manufactanee of quality 
ew Guinea Mouth (An Abstract), 
466 EastmMAN Kopak ComMPANY | 
enicillin Packs in the Treatment of 
— Infection Abstract), Medical Division, Rochester 4,N.Y. 
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The Use of Penicillin i in n Vincent’ s An- oe re 
gina (An Abstract), October ...... 590 : | 
Zodda, F. J.: Sulfathiazole Paste in 
Vincent’ s Infection (An Abstract), 


DECEMBER, 1945 715 


~ 
- 


